To:  Davis,  Tim[Davis. Tim@epa.gov] 

Cc:  R8EISC[R8EISC@epa.gov] 

From:  Brogden,  Rose 

Sent:  Mon  8/1 0/2015  2:44:34  PM 

Subject:  Fw:  Webpage  Error 


From:!  Personal  Email/Ex. 

Sent:  itmciay;"AUgastng';'zui'5"'iT03rnw 

To:  R8EISC 

Subject:  Webpage  Error 


Greetings, 

Webpage: 

http://www.epaosc.org/site/site  profile.aspx?site  id=1 1 082 

Please  remove  the  space  from  this  link  as  quickly  as  possible.  People  are  probably 
frustrated  when  the  page  can't  be  found. 

"http://www2.epa.qov/reqion8/qold-king-mine-release-  emergency-response" 
Thanks, 


Citizen  Name/Ex.  6 
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